To:  Ostrander,  David[Ostrander. David@epa.gov] 

From:  Card,  Joan 

Sent:  Wed  9/1 6/201 5 5:59:09  PM 

Subject:  RE:  Gold  King  Mine  Release  - HDPE  Pipe  installation 


Good.  I’d  send  this  to  that  PIO  group  too,  as  an  addendum,  and  tell  them  the  actual  contract 
language  is  forthcoming. 


From:  Ostrander,  David 

Sent:  Wednesday,  September  16,  2015  11:58  AM 
To:  Card,  Joan 

Subject:  FW:  Gold  King  Mine  Release  - HDPE  Pipe  installation 


Deliberative  Process/Ex.  5 


From:  Sandoval,  Joni 

Sent:  Wednesday,  September  16,  2015  1 1:42  AM 
To:  Ostrander,  David 

Subject:  Fwd:  Gold  King  Mine  Release  - HDPE  Pipe  installation 


Sent  from  my  iPhone 
Begin  forwarded  message: 

From:  "Braun,  Richard"  <Braun.Richard@epa.gov> 

Date:  September  14,  2015  at  9:04:15  AM  MDT 
To:  "Sandoval,  Joni"  <Sandoval.Joni@epa.gov> 

Subject:  RE:  Gold  King  Mine  Release  - HDPE  Pipe  installation 


Deliberative  Process/Ex.  5 
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Deliberative  Process/Ex.  5 


Richard  Braun 
EPA  Region  8 
Contracting  Officer 
303-312-6380 
braun . richard@epa.  gov 


From:  Sandoval,  Joni 

Sent:  Saturday,  September  12,  2015  7:51  AM 
To:  Braun,  Richard 

Subject:  FW:  Gold  King  Mine  Release  - HDPE  Pipe  installation 


Deliberative  Process/Ex.  5 


From:  Way,  Steven 

Sent:  Friday,  September  11,  2015  3:52  PM 
To:  Braun,  Richard;  Sandoval,  Joni 
Cc:  Matt  Francis  ( rn . franci s@erl  1 c . com) 

Subject:  Gold  King  Mine  Release  - HDPE  Pipe  installation 


Richard, 


Deliberative  Process/Ex.  5 
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Deliberative  Process/Ex.  5 


Thank  you  for  your  assistance  in  this  matter. 
Steve 

Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 
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